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9109190032 NPOES noncompliance notification:on 910824,one loggerhead sea turtle
impinged on circulation water sys intake trash racks.Turtle recovered alive.undamaged
& vigorous/Turtle released one-half miles offshore in 20-ft of water.
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/09/06. Doc-
ument Control Branch (Document Control Desk). 5pp. 59146:338-59146:342.

9109190272 LER 90-020-00:on 900512,containment purge/pressure-vacuum relief sys
isolation signal received from radiation monitoring sys.Caused by equipment design
concerns. Uninterruptible power supply installed.W/910912 Itr.
POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91 /
09/12. 5pp. 59166:194-59166:199.

9109300250 LER 91-012-00:on on 910826,4 KV vital bus 2A tripped while starting &
loading, diesel generator 2A.Caused  by technician connecting jumper to wrong
relay.Color-coded banana jackets installed on relay terminal lugs.W/910919 Itr.
POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 917
09/19. 5pp. 59263:242-59263:246.

V. Operator Examinations

9109040110 Informs of RO licensing exams scheduled for 911216-20 & forwards ref
matl requirements.requirements for administration of exams, NRC rules & guidelines &
requirements for facility review.

ESELGROTH.P.W. Region 1  (Post 820201). 91/08/28. MILTENBERGER.S. Public
Service Electric & Gas Co. of New Jersey. 12pp. 58936:021-58936:032.

9109270035 Extends invitation to attend power reactor operator license examiners/
training manager meeting in Region I on 911106-07. Meeting purpose is to provide
forum for discussion of various topics & issues re operator licensing function.
HODGES.M.W. Region 1 (Post 820201). 91/09/19. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 5pp. 59216:157-59216:161.
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trgency & fire protection plans

F. Security, medtea

9109050147 Revised EPIPs.including Rev 6 to EPIP-5002,Rev 5 to EPIP-5220,Rev 5 to
EPIP-5310.Rev 3 to EPIP-5330 & Rev 7 to EPIP-5600.

* Sacramento Municipal Utility District. 91/08/26. 46pp. 59019:269-59019:315.

9109050149 Revised emergency plan.including Rev 5 to Section 3,Rev 4 to Section 4 &
Rev 5 to Sections 5-8 & Apps A & B.

*  Sacramento Municipal Utility District. 91/08/26. 48pp. 59020:271-59020:320.

9109110065 Rev 6 to EPIP-5200, "Technical Support Or."

*  Sacramento Municipal Utility District 91/09/03. 19pp. 59092:249-59092:267.

9109130028 Advises that NRC considers fitness-for-duty enforcement discretion
terminated.as of 910705.per util 910703 memo informing NRC that util no longer re-
quires discretion.Full compliance achieved w/approved security plan.
BROWN.S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/09/05. KEUTER.D.R. Sacramento Municipal Utility District 3pp.
59107:139-59107:141.

H. General correspondence

9109250225 Requests that L Fassler be added to svc list & that all routine & official
correspondence be addressed to JR Shetler.

SHETLER.J.R. Sacramento Municipal Utility District 91/09/19. WEISS.S. Document
Control Branch (Document Control Desk). 2pp. 59208:226-59208:227.

P. Operating license stage documents & correspondence

9109110093 Forwards response to NRC proof & review version of permanently defueled
tech specs for facility.

SHETLER.J.R. Sacramento Municipal Utility District 91/08/29. Document Control
Branch (Document Control Desk). 19pp. 59088:308-59088:326.

9109130028   Advises  that   NRC  considers   fitness-for-duty   enforcement  discretion
terminated.as of 910705,per util 910703 memo informing NRC that util no longer re-

(Post
3pp.
59107:139-59107:141.

9109130205 Requests permanent exemption from 10CFR171.15,which assesses annual
fee on holders of reactor OLs.

KEUTER.D.R. Sacramento Municipal Utility District 91/09/05. Document Control
Branch (Document Control Desk). 2pp. 59110:303-59110:305.

9109200199 Forwards proposed decommissioning plan review schedule & list of NRC
reviewers.per 910628 request

MOULTON.J.P. Non-Power Reactors. Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/09/13. SHETLER.J. Sacramento Municipal Utility District. 3pp.
59164:091-59164:093.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-

graphers." Svc list encl,
CUNNINGI

NNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co, of New York, Inc. 86pp. 58979:091-58979:177.

9109030041 Responds to NRC Bulletin 89-001 .Suppl 2 re failure of Westinghouse SG
tube mechanical plugs. Bulletin not applicable to licensee due to fact that plugs not
installed in either SG at facility.

SHETLER,J.R. Sacramento Municipal Utility District. 91/08/21. WEISS.S. Document
Control Branch (Document Control Desk). 2pp. 58926:346-58926:347.

9109110247 Advises that fitness-for-duty insp scheduled for wk of 911028-
1101.Policies,procedures & all audits & reviews re fitness-for-duty program should be
provided to Region V.

SCARANO.R. Region 5 (Post 820201). 91/08/30. KEUTER.D.R. Sacramento Munici-
pal Utility District. 3pp. 59092:211-59092:213.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109040320 "Semiannual Radioactive Effluent Release Rept.Jan-June 1991." W/
910820 Itr.

SHELTER.J.R. Sacramento Municipal Utility District 91/06/30. MARTIN.J.B. Region 5
(Post 820201). 51 pp. 58995:333-58996:022.

9109160313 Monthly operating rept for Aug 1991 for Rancho Seco Nuclear Generating
Station.W/910912ltr.

JONES.R.E.. DELEZENSKI.J. Sacramento Municipal Utility District 91/08/31.
WEISS.S. Document Control Branch (Document Control Desk). 6pp. 59119:266-
59119:271.

V. Operator Examinations

9109170007 Forwards marked-up Rev 2 to, "Defueled Requalification Training Program
for NRC Licensed Operators" & proposed draft Training Procedure TDAP-3000, De-
fueled Licensed Operator Requalification Program."

SHETLER.J.R. Sacramento Municipal Utility District. 91/08/20. MILLER.L Region 5
(Post 820201). 30pp. 59120:001-59120:030.

9109170110 Notifies of change in operator/senior status for G Keney Docket Number
55-50394 & License Number OP-50311,effective as of 910801.
SHETLER.J.R. Sacramento Municipal Utility District. 91/09/11. Document Control
Branch (Document Control Desk). 1p. 59120:076-59120:076.
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F. Security, medical, emergency & fire protection plans

9109060032 Rev 11 to EPIP 1903.011, "Emergency Response/Notification."
* Entergy Operations, Inc. 91/08/20. 49pp. 59032:212-59032:260.

9109130138 Forwards proposed rev to industrial security plan due to security perimeter
improvement project at facilities & minor revs to 910522 proposed change to industrial

security plan.EncIs withheld (ref 10CFR73.21).
CARNS.N.S. F             ~       -        "      ---------

Entergy Operations. Inc. 91/09/05. Document Control Branch (Docu-
ment Control Desk). 3pp. 59107:283-59107:285.

9109170135   Forwards   Rev   21    to   Industrial   Security   Plan.Rev   withheld   (ref
10CFR2.790(d)).

FISICARO.J.J. Entergy Operations. Inc. 91/09/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 59126:341-59126:342.

H. General correspondence

9109060147 Responds to 910731 Itr re constituent request for annual INPO repts for
Arkansas Nuclear One & for all INPO repts be made available to public.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/22. PRYOR.D.
Senate. 9pp. 59015:158-59015:168.

-9109060156 Forwards constituent correspondence requesting annual INPO repts & to
ensure that repts become available to public.

PRYOR.D. Senate. 91/07/31. KAMMERER.C. NRC - No Detailed Affiliation Given.
2pp. 59015:167-59015:168.

P. Operating license stage documents & correspondence

9109040496 Forwards two 3-1/2 diskettes containing current PWR generic fundamen-
tals exam bank in response to 910816 Itr.W/o ends.

GALLO.R.M. Operator Licensing Branch. 91/08/26. SWAILES.J. Entergy Operations,
Inc. 1p. 58993:044-58993:044.

9109040035 Ack granting of temporary waiver of compliance to facility from provision of
TSLCO 3.1.3.1,action ?'G".

COLLINS.SJ. Region 4 (Post 820201). 91/08/27. CARNS.N.S. Entergy Operations.
Inc. 3pp. 58935:109-58935:116.

-9109040046 Provides written documentation to follow-up facility 910823 verbal request
re temporary waiver of compliance from tech spec LCO 3.1.3.1 .action "G".
FISICARO.J.J. Entergy Operations, Inc. 91/08/26. MARTIN.R.D. Region 4 (Post
820201). 5pp. 58935:112-58935:116.

9109100336 Forwards "Semiannual Radiological Effluent Release Rept, First & Second
Quarters 1991 .Arkansas Nuclear One.Units 1 & 2" & Rev 2 to 1012.003. "Solid Rad-
waste Mat Process Control Program for Arkansas Nuclear One.Units 1 & 2."
FISICARO.JJ. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 2pp. 59061:290-59061:324.

-9109100340 Rev 2 to 1012.003, "Solid Radwaste Mgt Process Control Program for
Arkansas Nuclear One.Units 1 & 2."
* Entergy Operations, Inc. 91/06/12. 8pp. 59061:317-59061:324.ey. 91/08/19. Document
